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York Cathedral. Unequalled for dignity and gran¬ 
deur, York Minster takes first place amongst the Cathe¬ 
drals of England. A wooden Church occupied the site 
in 627. and from then to 1080 when the present edifice 
was begun, several churches were built and destroyed. 
The greater part of the noble building of to-day was 
bu It during 1154 and 1474, the Cathedral being re¬ 
consecrated in 1472. The total length is 510 feet, and 
the breadth of transept 223 feet. The Central Tower 
is 198 feet high, and 65 feet square. 
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York Cathedral. Unequalled for dignity and gran¬ 
deur, York Minster takes first place amongst the Cathe¬ 
drals of England. A wooden Church occupied the site 
in 627. and from then to 1080 when the present edifice 
was begun, several churches were built and destioyed. 
The greater part of the noble building of to-day was 
bu It during 1154 and 1474, the Cathedral being re¬ 
consecrated in 1472. The total length is 510 feet, and 
the breadth of transept 223 feet. The Central Tower 
is 198 feet high, and 65 feet square. 
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York Cathedral. Unequafled‘}or dignity and trail- 1 I 55 A ^ /p ■ / A nnpi;i . 
deur, York Minster takes first place amongst the (>£|he-j, ' ' / 

drals of England. A wooden £hurclw>ccupied t\ \hjte u y 
in 627, and from then to 1080 when t&v> present < 
wa> begun, several churches were built and desi . ... 

The greater part of the noble building of to - du^'^as 
built during 1154 and 1474, the Cathedral being re¬ 
consecrated in 1472. The total length is 519 feet, and 
the breadth of transept 228 feet. The Central Tower 
.is 198 ffeet high, and 65 feet square. 
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York Cathedral- Unequalled for dignity and gran- 
deur^York Minster takes first place amongst the Cathe¬ 
drals of England. A wooden Church occupied the site 
in 627, and from then to 1080 when the present edifice 
was begun, several churches were built and destroyed. 
The greater part df; the noble building of to-day was 
built during 1154 and 1474, the Cathedral being re¬ 
consecrated in 1472T~ The total length is 519 feet, and 
the breadth of Waynsept 22.H feet. The Central Tower 
is 19« feet high, and 65 feet square. 
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